Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 03286 171608Z 

67 

ACTION ACD A- 10 

INFO OCT-01 10-10 ISO-OO ERDA-07 AF-06 ARA-10 CIAE-00 

DODE-OO EA-10 EUR- 12 PM-03 H-02 INR-07 L-02 NASA-02 

NEA-09 NSAE-00 NSC-05 OIC-02 SP-02 PA-02 PRS-01 

OES-05 SS-15 USIA-15 SAJ-01 /139W 

057265 

R 171502Z APR 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 5714 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 3286 

E.O. 11652: N/A 
TAGS: IAEA TECH PARM 

SUBJECT: NUCLEAR EXPORTS AND SAFEGUARDS 

1. USIS WIRELESS FILE OF APRIL 17 CONTAINS STORY 

BY JAMES A. NOONE, IPS STAFF WRITER, ON "U.S. EXPORTS 
OF NUCLEAR MATERIALS COVERED BY SAFEGUARDS,'' WHICH 
CONTAINS INACCURATE STATEMENTS. 

2. PARA TOWARD END OF ARTICLE READS AS FOLLOWS: 

"ALL U.S. AGREEMENTS FOR COOPERATION CONTAIN A PROVISION 
SUSPENDING BILATERAL SAFEGUARDS IN FAVOR OF IAEA SAFEGUARDS 
IF THE RECIPEINT COUNTRY IS A MEMBER OF THE IAEA. THE UNITED 
STATES HAS 33 AGREEMENTS OVERALL - WITH INDIVIDUAL COUNTRIES. 
THE IAEA, AND EURATOM, THE EUROPEAN ATOMIC ENERGY COMMUNITY. 
NINETEEN OF THEM ARE TRILATERAL ARRANGEMENTS WITH THE IAEA. 
WHERE IAEA SAFEGUARDS ARE NOT IN EFFECT, THE RECIPIENT 
COUNTRY IS A PARTY TO THE NUCLEAR NON-PROLIFERATION TREATY 
OF 1970." 

3. RE FIRST SENTENCE, MEMBERSHIP IN IAEA IS NOT 

RPT NOT A CONDITION FOR APPLICATION OF IAEA SAFEGUARDS. 

IAEA HAS NUMBER OF SAFEGUARDS AGREEMENTS IN EFFECT WITH NON- 
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BETWEEN THE U.S., IAEA AND THE REPUBLIC OF CHINA. 

4. RE SECOND SENTENCE, ALL 33 AGREEMENTS FOR 
COOPERATION DO NOT RPT NOT CONTAIN PROVISION SUSPENDING 
BILATERAL SAFEGUARDS IN FAVOR OF IAEA SAFEGUARDS, E.G., 
AGREEMENTS WITH ITALY AND ERUATOM. 

5. RE THIRD SENTENCE, THERE ARE 20 TRILATERALS 

(NOT RPT NOT 19), OF WHICH 4 HAVE BEEN SUSPENDED IN FAVOR 
OF NPT SAFEGUARDS AGREEMENTS. 

6. RE FOURTH SENTENCE, IAEA SAFEGUARDS ARE ALSO 
REQUIRED FOR NPT PARTIES. 

7. MISSION URGES THAT GREATER EFFORTS BE MADE TO 

ENSURE ACCURACY OF INFORMATION DEALING WITH SAFEGUARDS, 
IAEA AND OTHER NUCLEAR NON-PROLIFERATION MATTERS. 
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